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Government  of  the  Province  of  Alberta 
Department  of  Provincial  Secretary 
OFFICE  OF  THE  FIRE  COMMISSIONER 


Edmonton,  Alberta, 
April  30th,  1956. 

To:  The  Honourable  A.  J.  Hooke, 

Provincial  Secretary  of  Alberta, 

Edmonton,  Alberta. 


Dear  Sir : 


Pursuant  to  the  provisions  of  Section  41  of  The  Fire  Prevention  Act, 
I  have  the  honour  to  submit  the  Thirty-Sixth  Annual  Report  of  the 
operations  of  the  Office  of  the  Fire  Commissioner,  for-  the  calendar 
year  1955. 

A  comparison  of  1955  and  1954  fire  losses  is  as  follows: — 


Y  ear 

1955 

1954 


Number 
of  fires 
2,422 
2,574 


Per  cent 
decrease 
5.9 


Amount 
of  loss 
$6,810,883 
7,657,085 


Per  cent 
decrease 

11.05 


(1)  Loss  of  life  by  fire  during  1955  totalled  46,  and  injuries  reported 
totalled  32.  Table  11  shows  the  detail  on  causes  of  loss  of  life.  The 
serious  loss  of  life  calls  for  increased  efforts  in  publicizing  danger¬ 
ous  conditions  leading  to  loss  of  life,  and  for  more  public  informa¬ 
tion  on  methods  of  life  preservation  to  prevent  death  by  fire  in 
the  home. 


(2)  A  study  of  Table  No.  6  will  show  the  loss  in  the  different  property 
classes.  The  largest  loss  of  the  year  occurred  in  a  WAREHOUSE 
PROPERTY.  The  loss  in  URBAN  DWELLINGS  continues  to  drop, 
showing  a  decrease  of  14%.  FARM  FIRE  losses  have  increased 
by  42%.  RETAIL  STORE  losses  are  51%  less  than  in  the  previous 
year.  HOTEL  losses  decreased  by  a  small  margin  of  3U-  There 
was  a  decrease  in  the  amount  of  loss  in  both  OIL  RISKS  and  in 
MANUFACTURING  PREMISES,  but  a  very  marked  increase  in 
the  amount  of  fire  losses  for  CHURCHES,  PUBLIC  HALLS  and 
SCHOOLS. 


(3)  The  causes  of  fire  are  shown  in  Table  7.  This  record  is  useful  for 
publicity  and  for  guidance  in  fire  inspection  work. 


(4)  Inspections  are  summarized  in  Tables  9  and  12,  and  a  summary  of 
investigations  is  shown  in  Table  10. 

(5)  Increased  attention  has  been  given  to  plan  checking  for  new  schools, 
hospitals,  hotels  and  dormitories  to  assure  more  fire  safe  construc- 
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tion.  More  detail  in  provincial  fire  regulations,  particularly  for 
schools,  would  greatly  facilitate  this  work. 

(6)  The  new  medium  of  TV  is  being  used  to  further  public  information 
on  the  dangers  of  fire.  A  supply  of  new  fire  prevention  films  will 
add  to  the  value  of  this  means  of  fire  prevention  education. 

(7)  Fire  Prevention  Week  in  1955  was  widely  promoted  by  the  Fire 
Commissioner’s  staff  resulting  in  a  concentrated  effort  by  almost 
all  fire  departments  in  the  province. 

The  recurring  high  loss  of  life  and  the  continuing  high  level  of 
property  loss  is  a  serious  waste  of  the  resources  of  our  province.  Careful 
study  will  be  given  to  the  problem  of  devising  new  ways  and  means  for 
further  improvement  of  fire  prevention  and  fire  protection  in  homes, 
commercial  premises,  public  buildings  and  manufacturing  plants. 

I  wish  to  report  the  energetic  and  faithful  discharge  of  duties  by 
my  staff  which  has  made  possible  the  maximum  of  service  to  the  public. 
The  officers  and  men  of  fire  departments,  and  particularly  the  volunteer 
firemen,  are  to  be  commended  for  their  efforts  to  prevent  and  control 
fire  losses.  The  work  of  the  Royal  Canadian  Mounted  Police  has  been 
outstanding  in  the  investigation  of  suspicious  fires,  and  in  the  support 
and  assistance  given  to  volunteer  fire  departments.  I  wish  to  express 
appreciation  for  the  work  done  by  municipal  councils,  municipal  police 
officers,  insurance  company  inspectors  and  adjusters,  The  Fire  Under¬ 
writers  Investigation  Bureau,  and  by  all  other  organizations  and  indi¬ 
viduals  whose  efforts  have  been  directed  toward  reduction  of  Alberta’s 
fire  waste. 


Respectfully  submitted, 

Austin  E.  Bridges, 

Fire  Commissioner. 
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TABLE  NO.  1 

A  COMPARISON  OF  THE  MONTHLY  LOSSES  IN  1954  AND  1955 

1954  1955 


Month 

No.  of  Fires 

Loss 

No.  of  Fires 

Loss 

January 

_ _  338 

$  700,740 

244 

$  617,319 

February 

_  246 

438,709 

222 

408,739 

March.  .... _ 

_  234 

1,055,143 

248 

768,641 

April 

_  282 

437,331 

214 

1,671,614 

May  _  .....  _ 

_  229 

255,117 

206 

645,909 

June  . 

_  176 

364,672 

180 

274,101 

July  - 

_  180 

502,973 

167 

158,628 

August  _ _ 

_  153 

191,356 

167 

269.838 

September  _ 

_  144 

220,487 

133 

155,283 

October  _ 

_  213 

542,157 

189 

504,371 

November  _ 

_ _ _  136 

1,318,016 

230 

335,588 

December  _ 

_  243 

1,630,384 

222 

1,000,852 

TOTAL  _ 

_  2,574 

$7,657,085 

2,422 

$6,810,883 

TABLE 

NO.  2 

COMPARISON  OF  YEARLY  LOSSES  FROM  JANUARY  1st,  1946,  TO 

DECEMBER  31st,  1955 


No.  of 

No.  of 

Per  Capita 

Calendar  Year 

Fires 

Property  Loss 

Deaths 

Loss 

1946  _ 

2,308 

$  2,544,688.99 

45 

3.20 

1947  _ 

2,118 

2,237,643.29 

31 

2.72 

1948  _ 

2,285 

3,815,868.36 

49 

4.51 

1949  _  .... 

2,464 

5,299,584.00 

37 

6.08 

1950  _ 

2,798 

5,242,553.00 

37 

5.85 

1951  _ . _ 

3,009 

4,661,963.00 

28 

4.98 

1952  _ 

3,130 

4,545,444.00 

36 

4.84 

1953  _ 

2,553 

5,652,339.00 

54 

4.71 

1954  _ _ _ 

2,574 

7,657,085.00 

35 

7.37 

1955  _ _ _ 

2,422 

6,810,883.00 

46 

6.38 

TEN  YEAR  TOTAL 

25,661 

$48,468,051.64 

398 

Population  (1955)  _ 

_  1,066,000 

Per  Capita  Loss 

(1955)  _ 

6.38 

TABLE  NO.  3 

CLASSIFICATION  AND  CAUSES  OF  PROPERTY  LOSS  IN  1955 

(Reference  to  Table  No.  6) 

Property  Causes  No.  of  Fires 

DWELLINGS,  APARTMENTS,  THEIR 
GARAGES  AND  OUTBUILDINGS— 

EXCLUDING  FARMS 

(a)  Brick — Protected 


Smoking  (cigarettes,  cigars,  pipes,  matches)  _  13 

Matches  (other  than  smoker’s  carelessness)  _  2 

Hot  ashes  _ _ _  1 

Lights  (other  than  electric)  _  1 


17 
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TABLE  NO.  3  —  Continued 


Property  Causes  No.  of  Fires 

(b)  Frame — Protected 

Smoking  (cigarettes,  cigars,  pipes,  matches)  _ _ _  606 

Electricity  _ 122 

Stoves,  Furnaces,  Boilers  and  their  pipes  _ _  ...  ........  119 

Unknown  causes  of  fire  _  116 

Hot  ashes,  coals  and  open  fires  _ _ _ _  54 

Matches  (other  than  smoker’s  carelessness)  ...  48 

Miscellaneous  causes  of  fire  _ _ _  . _ _  35 

Lights  (other  than  electric)  _  30 

Chimneys,  Flues  (overheated  and  defective)  _  ...  ....  23 

Petroleum  and  its  products  _  19 

Lightning  _  15 

Exposure  fires  _ _  10 

Spontaneous  ignition  _ _ 5 


1,202 


(c)  Brick  and  Frame — Unprotected 

Unknown  causes  of  fire  _ _ _  ..  74 

Stoves,  Furnaces,  Boilers  and  their  pipes  _  49 

Smoking  (cigarettes,  cigars,  pipes,  matches)  _  31 

Chimneys,  Flues  (overheated  and  defective)  _  29 

Electricity  _ 22 

Hot  ashes,  coals  and  open  fires  ... _  14 

Exposure  fires  _ 11 

Matches  (other  than  smoker’s  carelessness)  _ 9 

Petroleum  and  its  products  _  8 

Lights  (other  than  electric)  _  6 

Spontaneous  ignition  _  5 

Incendiarism  _  3 

Miscellaneous  causes  of  fire  _  3 

Lightning  _ 2 

266 


FARM  PROPERTY 

Unknown  causes  of  fire  _ _ _  116 

Chimneys,  Flues  (overheated  and  defective)  _  _  49 

Stoves,  Furnaces,  Boilers  and  their  pipes  _  39 

Electricity  _  14 

Hot  ashes,  coals  and  open  fires  _ ... .  ...  12 

Smoking  (cigarettes,  cigars,  pipes,  matches)  ....  ....  ...  .......  11 

Lights  (other  than  electric)  _ _ _  ... ..  11 

Petroleum  and  its  products  _  .  9 

Spontaneous  ignition  _  9 

Lightning  .... _  8 

Matches  (other  than  smoker’s  carelessness)  _ 8 

Miscellaneous  causes  of  fire  _ 4 

Exposure  fires  _ 2 

Incendiarism  _ _ _ , _ _ _  2 


294 


CHURCHES 

Unknown  causes  of  fire  _ _ _  5 

Lightning  _  1 

Stoves,  Furnaces,  Boilers  and  their  pipes  _  1 

Matches  (other  than  smoker’s  carelessness)  _  1 


8 
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Property 


No.  of  Fires 


TABLE  NO.  3  —  Continued 
Causes 

HOSPITALS  AND  SANATORIA 

Smoking  (cigarettes,  cigars,  pipes,  matches) 
Stoves,  Furnaces,  Boilers  and  their  pipes 

Electricity  _ _ _ _ _ 

Unkown  causes  of  fire 
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PUBLIC  HALLS 

Unkown  causes  of  fire 
Stoves,  Furnaces,  Boilers  and  their  pipes 
Hot  ashes,  coals  and  open  fires 
Smoking  (cigarettes,  cigars,  pipes,  matches) 

Electricity  _ _ _ 

Lightning  _ _ _ _ _ _ 

Miscellaneous  causes  of  fire _ 


14 


SCHOOLS  AND  OTHER 
EDUCATIONAL  INSTITUTIONS 

Unknown  causes  of  fire 

Electricity  _ _ 

Stoves,  Furnaces,  Boilers  and  their  pipes 
Chimneys,  Flues  (overheated  and  defective) 
Smoking  (cigarettes,  cigars,  pipes,  matches) 
Spontaneous  ignition 
Lightning  _ 


18 


ALL  OTHER  INSTITUTIONAL 
BUILDINGS 

Smoking  (cigarettes,  cigars,  pipes,  matches) 
Lights  (other  than  electric) 


2 


WAREHOUSES 

Unknown  causes  of  fire  _____ _ _ _ 

Electricity  _ _ _ _ _ 

Spontaneous  ignition  _ _ 

Hot  ashes,  coals  and  open  fires  _ 

Smoking  (cigarettes,  cigars,  pipes,  matches) 
Matches  (other  than  smoker’s  carelessness 
Stoves,  Furnaces,  Boilers  and  their  pipes 

Petroleum  and  its  products  _ 

Incendiarism  _ _ _ 


19 
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TABLE  NO.  3  — Continued 


Property  Causes  No.  of  Fires 

RETAIL  STORES  AND  CONTENTS 

Unknown  causes  of  fire  _ _ _ _ _  36 

Exposure  fires  _  20 

Smoking  (cigarettes,  cigars,  pipes,  matches)  _  ...  ....  .  15 

Stoves,  Furnaces,  Boilers  and  their  pipes  _ _ _  15 

Electricity  _  15 

Lights  (other  than  electric)  _  5 

Chimneys,  Flues  (overheated  and  defective)  _  4 

Miscellaneous  causes  of  fire  _  3 

Spontaneous  ignition  ....  ..... _ 3 

Matches  (other  than  smoker’s  carelessness)  _  1 

Hot  ashes,  coals  and  open  fires  _ _ _ _ _ _ _ _  1 


118 


HOTELS 

Smoking  (cigarettes,  cigars,  pipes,  matches)  _  26 

Unknown  causes  of  fire  _ _ _  6 

Stoves,  Furnaces,  Boilers  and  their  pipes  _  2 

Matches  (other  than  smoker’s  carelessness)  _  2 

Lightning  _  2 

Exposure  fires  _  2 

Hot  ashes,  coals  and  open  fires  _ 1 

Lights  (other  than  electric)  _ _ _  .. .....  1 


42 


FOOD  PLANTS  AND  DISTILLERIES 

Unknown  causes  of  fire  _ _ _  6 

Smoking  (cigarettes,  cigars,  pipes,  matches)  _  5 

Electricity  _  2 

Miscellaneous  causes  of  fire  _ _ _  1 

Stoves,  Furnaces,  Boilers  and  their  pipes  _  1 

Spontaneous  ignition  _  _ _ _ _ . . . . .  1 


16 


FLOUR  MILLS  AND  GRAIN  ELEVATORS 

Unknown  causes  of  fire  _  3 

Hot  ashes,  coals  and  open  fires  _  1 


4 


OIL  PROPERTIES  AND  OIL  TANKS 

Unknown  causes  of  fire  _ _ _  17 

Petroleum  and  its  products  _  7 

Stoves,  Furnaces,  Boilers  and  their  pipes _  5 

Miscellaneous  causes  of  fire  _  2 

Electricity  _ _ _ _ _  2 

Lights  (other  than  electric)  _  2 

Hot  ashes,  coals  and  open  fires  _  1 

Chimneys,  Flues  (overheated  and  defective)  _  1 

Exposure  fires  _ _ _ _ - - - - - - -  1 

Smoking  (cigarettes,  cigars,  pipes,  matches)  _ _ _  1 


39 
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7  ABLE  NO.  3  —  Continued 

Property  Causes  No.  of  Fires 

SAW  AND  SHINGLE  MILLS 

Unknown  causes  of  fire  _  2 

Stoves,  Furnaces,  Boilers  and  their  pipes  _  X 


3 


LUMBER  YARDS 

Hot  ashes,  coals  and  open  fires  _  2 

Electricity  _ _  ^ 


3 


WOODWORKERS 

Lights  (other  than  electric)  _ 2 

Electricity  _ 2 

Petroleum  and  its  products  _  1 

Unknown  causes  of  fire  _ 

Stoves,  Furnaces,  Boilers  and  their  pipes  _  1 

Matches  (other  than  smoker’s  carelessness)  _  ...  ....  x 

Spontaneous  ignition  _  X 
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METAL  WORKERS— GARAGES 

Unknown  causes  of  fire _ _ _ _  25 

Petroleum  and  its  products  _ _ .... _ _  10 

Electricity  _ 9 

Stoves,  Furnaces,  Boilers  and  their  pipes  _  8 

Hot  ashes,  coals  and  open  fires _  6 

Chimneys,  Flues  (overheated  and  defective)  _ _  _  6 

Lights  (other  than  electric)  _  6 

Miscellaneous  causes  of  fire  _ 2 

Spontaneous  ignition  _  2 

Matches  (other  than  smoker’s  carelessness)  _  1 

Exposure  fires  _ x 

76 


MINING  PROPERTY 

Unknown  causes  of  fire  _ _ _ _ _  3 

Spontaneous  ignition  _  _ _ _ _ _  l 


4 


RAILWAY  PROPERTY— LIGHT  AND  FOWER  PLANTS 

Unknown  causes  of  fire  . . . . . . . .  8 

Electricity  _ 5 

Lightning  _  1 

Stoves,  Furnaces,  Boilers  and  their  pipes  _  .......  _  1 

Chimneys,  Flues  (overheated  and  defective)  _  1 

Hot  ashes,  coals  and  open  fires  _ _ _ _ _  1 


17 
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TABLE  NO.  3  — Continued 


Property  Causes  No.  of  Fires 

MISCELLANEOUS  MANUFACTURING  PREMISES 

Unknown  causes  of  fire _ _ _ _ _  4 

Miscellaneous  causes  of  fire  _ _ _  3 

Electricity  _  3 

Smoking  (cigarettes,  cigars,  pipes,  matches)  _ _  3 

Hot  ashes,  coals  and  open  fires  _ _ _  2 

Lightning  _ _ _ _ _  1 

Stoves,  Furnaces,  Boilers  and  their  pipes  _  1 

Chimneys,  Flues  (overheated  and  defective)  _  1 

Lights  (other  than  electric)  _  1 

Spontaneous  ignition _  1 

Petroleum  and  its  products  _ _ _  1 


21 


MISCELLANEOUS  NON -MANUFACTURING  PREMISES 

Unknown  causes  of  fire  _ _ _  19 

Stoves,  Furnaces,  Boilers  and  their  pipes _  „  15 

Smoking  (cigarettes,  cigars,  pipes,  matches)  _ _  .  13 

Electricity  _  10 

Miscellaneous  causes  of  fire  _ _ _  6 

Exposure  fires  _  5 

Chimneys,  Flues  (overheated  and  defective)  _  4 

Incendiarism _ _ 4 

Matches  (other  than  smoker’s  carelessness)  _  3 

Hot  ashes,  coals  and  open  fires  _  2 

Petroleum  and  its  products  _  2 

Lights  (other  than  electric)  _ 2 

Lightning  _ 1 


86 


PROPERTY  OTHER  THAN  BUILDINGS 

Unknown  causes  of  fire  _  _  _  43 

Electricity  _ 25 

Miscellaneous  causes  of  fire  _  _ _ _  12 

Petroleum  and  its  products  _  11 

Stoves,  Furnaces,  Boilers  and  their  pipes _  7 

Lights  (other  than  electric)  _  5 

Exposure  fires  _  3 

Matches  (other  than  smoker’s  carelessness)  _ 2 

Incendiarism _ 1 

Hot  ashes,  coals  and  open  fires _  1 


138 
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TABLE  No.  4 


INSTITUTION  AND  ASSEMBLY  BUILDINGS — (Excluding  Theatres  and  Clubs) 


Class  of 


Date 

Location 

Occupancy 

Damage  Building 

Cause 

July 

31 

Grande  Prairie 

Church 

$  481.  Frame 

Match  thrown  into 
collection  plate 

July 

19 

Calgary 

Hospital 

89.  Brick 

Cigarette  butt 

July 

20 

Calgary 

Hall 

829.  Frame 

Unknown 

Aug. 

30 

Lac  La  Biche 

School 

2,470.  Frame 

Faulty  chimney 

Aug. 

4 

Edmonton 

School 

852.  Frame 

Lightning 

3ept. 

22 

Lethbridge 

Church 

3,944.  Frame 

Unknown 

Dct. 

7 

Rocky  Mtn.  House 

Hospital 

340.  Stucco 

Smoke  pipe 

Oct. 

19 

Mecca  Glen 

School 

105,000.  Frame 

Unknown 

Nov. 

6 

Thorsby 

Church 

622.  Frame 

Furnace 

Nov. 

19 

Edmonton 

Hospital 

25.  Brick 

Cigarette  burn 

Nov. 

6 

Lethbridge 

Hall 

5,620.  Brick 

Cigarette  burn 

Nov. 

22 

Paradise  Valley 

Hall 

6,556.  Frame 

Unknown 

Nov. 

21 

Medicine  Hat 

Hall 

23,812.  Frame 

Unknown 

Nov. 

22 

New  Norway 

School 

4,748.  Frame 

Defective  chimney 

Nov. 

30 

Medicine  Hat 

School 

150.  Brick 

Cigarette  butt 

Dec. 

9 

Edmonton 

School 

321.  Brick 

Heater 

Dec. 

30 

Faust 

School 

21,807.  Frame 

Unknown 

Jan. 

13 

Red  Deer 

Church 

197,128.  Brick 

Unknown 

Jan. 

26 

Edmonton 

Hospital 

55.  Brick 

Unknown 

Jan. 

23 

Violet  Grove 

School 

480.  Frame 

Hot  ashes 

Jan. 

14 

Stony  Plain 

School 

344.  Frame 

Electric  wiring 

Feb. 

6 

Edson 

Hospital 

129.  Frame 

Stove  pipes 

Feb. 

24 

Ponoka 

Hospital 

6,330.  Brick 

Short  circuit 

Feb. 

23 

Mayerthorpe 

Hall 

77.  Frame 

Stove  pipes 

Feb. 

20 

Bassano 

Hall 

32.  Frame 

Hot  ashes 

Feb. 

15 

Fawcett 

School 

45,162.  Frame 

Unknown 

Feb. 

3 

Smoky  Lake 

School 

4,154.  Log  &  Frame 

Unknown 

Mar. 

25 

Magrath 

Hall 

69.  Brick 

Short  circuit 

Mar. 

20 

Tofield 

Hall 

73,546.  Frame 

Unknown 

Mar. 

11 

Edmonton 

School 

229.  Frame 

Unknown 

Apr. 

30 

Armena 

Church 

5,000.  Frame 

Unknown 

Apr. 

11 

Edmonton 

Hall 

4,327.  Frame 

Unknown 

Apr. 

9 

Bassano 

Hall 

17,274.  Frame 

Unknown 

Apr. 

13 

Jasper  Place 

School 

2,721.  Stucco 

Cigarette  butt 

Apr. 

19 

Edmonton 

School 

4,880.  Brick 

Spontaneous  ignition 

Apr. 

1 

Calgary 

School 

85.  Frame 

Unknown 

May 

30 

Drumheller 

Hospital 

30.  Brick 

Sparks  from  rubbish 

May 

3 

Edmonton 

School 

158.  Brick 

Short  circuit 

May 

17 

Rocky  Mtn.  House 

School 

7,818.  Frame 

Faulty  wiring 

May 

8 

Pembina 

School 

638.  Frame 

Spontaneous  ignition 

May 

19 

Edmonton 

Hall  (R.C.A.F.) 

15.  Frame 

Candelabra  ignited 

June 

14 

Hay  Lakes 

Church 

652.  Frame 

Lightning  ( drape 

June 

6 

Edmonton 

Church 

156.  Frame 

Unknown 

June 

18 

Hay  Lakes 

Hall 

1,117.  Frame 

Lightning 

June 

25 

Edmonton 

Hall 

90.  Stucco 

Fat  in  oven 

June 

12 

Calgary 

Hall 

911.  Frame 

Cigarette  butt 

Nov. 

22 

Cavendish 

Hall 

9,151.  Frame 

Unknown 

June 

6 

Edmonton 

Church 

TOTAL 

1,395.  Frame 

$561,819. 

Canvas  ignited 

13 


TABLE  No.  5 

LOSSES  CAUSED  BY  LIGHTNING 


Damage 


Month  Location 

Occupancy 

Building 

Contents 

Total 

June  Edmonton 

Dwelling 

$  31. 

$  41. 

$  72. 

Edmonton 

Dwelling 

21. 

21. 

Edmonton 

Dwelling 

_ 

23. 

23. 

Leduc 

Dwelling 

14,611. 

2,660. 

17,271. 

Athabasca 

Dwelling 

50. 

198. 

248. 

Beaumont 

Barn 

218. 

2,153. 

2,371. 

Hay  Lakes 

Church 

652. 

652. 

Hay  Lakes 

Hall 

1,117. 

1,117. 

Edmonton 

Tuning  house 

480. 

5,665. 

6,145. 

July  Calgary 

Dwelling 

95. 

_ 

95. 

Edmonton 

Dwelling 

754. 

287. 

1,041. 

Edmonton 

Dwelling 

216. 

_ 

216. 

Vegreville 

Dwelling 

685. 

1,888. 

2,573. 

Edmonton 

Dwelling 

149. 

99. 

248. 

Edmonton 

Dwelling 

123. 

_ 

123. 

Edmonton 

Dwelling 

8. 

_ 

8. 

Edmonton 

Dwelling 

_ 

8. 

8. 

Edmonton 

Dwelling 

_ 

24. 

24. 

Edmonton 

Dwelling 

_ 

7. 

7. 

Edmonton 

Dwelling 

2,782. 

367. 

3,149. 

Edmonton 

Dwelling 

115. 

_ 

115. 

Milk  River 

Dwelling 

850. 

_ 

850. 

Morinville 

Dwelling 

217. 

_ 

217. 

North  Star 

Dwelling 

1,339. 

_ 

1,339. 

Milk  River 

Dwelling 

30. 

30. 

Calgary 

Dwelling 

20. 

— 

20. 

Duhamel 

Dwelling 

31. 

_ 

31. 

Edmonton 

Metal  workers 

39. 

39. 

August  Stony  Plain 

Dwelling 

75. 

_ 

75. 

Edmonton 

School 

852. 

_ 

852. 

Sept.  Edmonton 

Depot 

104. 

104. 

TOTALS 

$25,643. 

$13,441. 

$39,084. 
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TABLE  NO.  6 

FIRE  LOSSES  BY  PROPERTY  CLASSIFICATION 


Property 

1.  Brick,  etc.,  Dwellings — Protected 

2.  Frame,  etc.,  Dwellings — Protected 

3.  Brick  and  Frame,  etc.,  Dwellings — Unprotected 

4.  Farm  Property  _ 

5A.  Churches  _ _ 

5B.  Hospitals  and  Sanatoria  _ 

5C.  Public  Halls  _ 

5D.  Schools  and  Educational  Institutions 
5E.  All  other  Institutional  Buildings 

6.  Warehouses  of  all  kinds  ...  _ 

7.  Retail  Stores  _ 

8.  Hotels  _ 

9.  Food  Plants,  Distilleries,  etc.  _ 

10.  Flour  Mills  and  Grain  Elevators 

11.  Oil  Risks,  Oil  Tanks,  etc.  _ _ 

12.  Saw  and  Shingle  Mills  _ 

13.  Lumber  Yards  _ 


14. 

Woodworkers  _ 

15. 

Metal  Workers — Garages 

16. 

Mining  Property 

17.  Railway  Property,  Light  and  Power  Plants 

18.  Miscellaneous  Manufacturing  Premises 

19.  Miscellaneous  Non-Manufacturing  Premises 

20.  Property  other  than  buildings  _ 

TOTAL  _ _ _ 


No.  of 

Total  of 

Fires 

Damage 

17 

$  2,680 

1,202 

387,029 

266 

461,237 

294 

768,613 

8 

209,378 

6 

6,968 

14 

142,530 

18 

202,017 

2 

926 

19 

1,293,840 

118 

(Buildings) 

220,374 

(Contents) 

266,111 

42 

(Buildings) 

68,600 

(Contents) 

44,043 

16 

347,361 

4 

84,774 

39 

272,415 

3 

119,187 

3 

11,655 

9 

17,387 

76 

276,961 

4 

260,710 

17 

78,310 

21 

62,031 

86 

1,099,876 

138 

105,870 

2,422 

$6,810,883 

TABLE  NO.  7 
CAUSES  OF  FIRES 


Causes 

51.  Chimneys,  Flues,  Overheated  and  Defective 

52.  Stoves,  Furnaces,  Boilers  and  their  pipes  .... 

53.  Hot  ashes,  coals  and  open  fires  _ 

54.  Sparks  on  roofs  _ _ _ 

55.  Exposure  fires  _ _ _ 

56.  Smoking  (cigarettes,  cigars,  pipes,  matches) 

57.  Matches  (other  than  smoker’s  carelessness) 

58.  Lights  (other  than  electric)  ...  _ 

59.  Electricity  _  .... _ 

60.  Lightning  (unrodded  buildings)  _ 

60A.  Lightning  (rodded  buildings)  _ 

61.  Spontaneous  ignition  _ _ _ _ 

62.  Petroleum  and  its  products  _ 

63.  Incendiarism  _  _ 

64.  Miscellaneous  (See  Table  No.  7A)  _ 

65.  Motion  Picture  Film  Ignition  _ _ _ 

66.  Unkown  causes  of  fire  _ _ _ 

TOTAL  _ _ 


No.  of 

Total  of 

Fires 

Damage 

120 

$  238,638 

271 

423,250 

102 

95,077 

55 

128,383 

760 

142,471 

79 

45,508 

73 

58,566 

242 

220,314 

31 

39.084 

33 

1,480,328 

69 

140,773 

11 

68,384 

72 

677,017 

504 

3,053,090 

2,422 

$6,810,883 
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TABLE  NO.  7A 

CAUSES  OF  FIRES — (Breakdown  of  No.  64 — Miscellaneous) 


No.  of 

Total  of 

Causes 

Fires 

Damage 

1. 

Hot  grease  or  wax  _ 

19 

$  13,447 

2. 

Materials  too  close  to  radiants,  stoves,  etc. 

13 

1,815 

3. 

Firecrackers  _ 

12 

898 

4. 

Welding  torch,  arc  welder  or  blow  torch 

11 

18,372 

5. 

Explosions  _ 

_  5 

631,200 

6. 

Friction  _ _ 

_  5 

3,365 

7. 

Sun  reflecting  or  magnifying  _ 

3 

4.568 

8. 

Others  _ 

_  3 

1,852 

9. 

Boy  burning  hornets’  nest  _ 

1 

1,500 

TOTAL  _  ... _ _ _ _ _  72  $677,017 


TABLE  NO.  8 

LARGEST  LOSSES  DURING  THE  YEAR 


Date 

Location 

Jan. 

28 

Clover  Bar 

Jan. 

13 

Red  Deer 

Jan. 

8 

Lethbridge 

Jan. 

13 

Cereal 

Jan. 

5 

Violet  Grove 

Jan. 

26 

Rosedale 

Jan. 

16 

Sundre 

Jan. 

25 

Lethbridge 

Jan. 

3 

Colinton 

Feb. 

24 

Okotoks 

Feb. 

15 

Fawcett 

Feb. 

24 

Vegreville 

Feb. 

20 

Edmonton 

Feb. 

2 

Ogden 

Feb. 

25 

Acme 

Feb. 

21 

Edmonton 

Mar. 

20 

Tofield 

Mar. 

3 

Onoway 

Mar. 

2 

Two  Hills 

Mar. 

30 

Elk  Point 

Mar. 

24 

Lloydminster 

Mar. 

19 

Strathmore 

Mar. 

3 

Two  Hills 

Mar. 

5 

Drumheller 

Mar. 

2 

Lethbridge 

Mar. 

2 

Edmonton 

Mar. 

1 

Olds 

Mar. 

19 

Red  Deer 

Apr. 

30 

High  Prairie 

Apr. 

14 

Trochu 

Apr. 

9 

Bassano 

Apr. 

6 

Calgary 

Apr. 

12 

Schuler 

Apr. 

26 

Sangudo 

Apr. 

16 

Mercoal 

Apr. 

9 

Calgary 

Apr. 

4 

Canyon  Creek 

Apr. 

5 

Pincher  Creek 

Apr. 

6 

Mercoal 

May 

7 

Calgary 

May 

15 

Fort  McMurray 

May 

11 

Lacombe 

May 

14 

Spirit  River 

Occupancy  Loss 


Barn  and  milkhouse 

$  14,000 

Church 

197,128 

Fur  and  Dress  Shop 

35,000 

Grocery  Store 

46,905 

Oil  well  equipment 

85,726 

Garage 

16,021 

Barn 

19,551 

Gas  building 

12,000 

Poolhall 

21,378 

Farm  buildings 

10,800 

School 

45,162 

Tailor  shop 

10,576 

Shoe  store 

35,804 

Dump  truck 

10,509 

Garage 

16,113 

Various 

72,582 

Hall 

73,546 

Store 

13,109 

Locker  plant 

26,623 

Various 

12,873 

Laboratory 

12,831 

Garage 

10,246 

Various 

50,664 

Tipple 

202,771 

Powerhouse 

17,500 

Machine  shop 

18,421 

Various 

20,196 

Dwelling  and 

Florist  Shop 

29,100 

Dairy  Produce 

16,030 

Dwelling 

10,988 

Lodge  rooms 

17,274 

Warehouse 

1,227,057 

Store 

18,500 

Store 

16,382 

Hotel 

105,222 

Packing  plant 

10,212 

Power  plant 

14,000 

Garage 

32,748 

Poolroom 

15,236 

Dwelling 

11,365 

Bunkhouse 

14,412 

Store 

19,357 

Implement  shop 

31,338 
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Cause 

Unknown 

Unknown 

Exposure 

Unknown 

Unknown 

Ignition  of  gas  fumes 

Unknown 

Unknown 

Coal  stove  exploded 

Unknown 

Unknown 

Defective  wiring 

Unknown 

Unknown 

Unknown 

Unknown 

Unknown 

Overheated  furnace 

Exposure 

Unknown 

Unknown 

Electrical  defect 

Unknown 

Spontaneous  ignition 
Unknown 
Unknown 
Explosion 

Unknown 
Defective  chimney 
Unknown 
Unknown 

Spontaneous  ignition 

Defecitve  wiring 

Unknown 

Unknown 

Explosion 

Unknown 

Overheated  furnace  ducts 

Unknown 

Cigarette  lighter 

Unknown 

Unknown 

Unknown 


TABLE  NO.  8 — Continued 


Date 

Location 

Occupancy 

Loss 

Cause 

May 

5 

Edmonton 

Egg  &  Poultry 

warehouse 

228,227 

Unknown 

May 

11 

Fair  view 

Elevator 

78,268 

Unknown 

May 

17 

Violet  Grove 

Well  drilling 

18,862 

Electric  welder 

May 

26 

Blairmore 

Sawmill 

56,500 

Unknown 

May 

8 

Dodds 

Tipple 

50,930 

Unknown 

June  20 

Edmonton 

Machine  shop 

11,901 

Welding  torch 

June 

lb 

Leduc 

Dwelling 

17,271 

Lightning 

June 

1 

Edmonton 

Hog  barn 

46,045 

Unknown 

June  25 

Minburn 

Store  &  poolroom 

22,863 

Unknown 

July 

14 

Carvel  Corner 

Dwelling 

10,684 

Unknown 

July 

6 

Evansburg 

Service  station 

30,211 

Exposure 

Aug. 

18 

Hinton 

Bunkhouse 

47,941 

Incendiary 

Aug. 

14 

Entwistle 

Store 

23,947 

Faulty  oil  furnace 

Aug. 

1 

Glen  Leslie 

Store  &  Post  Office 

11,879 

Unknown 

Aug. 

17 

Crooked  Creek 

Store  &  dwelling 

18,000 

Unknown 

Aug. 

17 

Girouxville 

Garage 

10,380 

Molten  metal  lodging 

in  partition 

Aug. 

1 

Bryan 

Garage 

20,028 

Unknown 

Sept. 

9 

Winfield 

Sawmill 

53,504 

Unknown 

Oct. 

23 

Wainwright. 

Dwelling 

17,151 

Unknown 

Oct. 

7 

Rainier 

Dwelling 

12,422 

Overheated  chimney 

Oct. 

31 

Clive 

Dwelling 

15,760 

Unknown 

Oct. 

19 

Mecca  Glen 

School 

105,000 

Heating  of  coal 

Oct. 

9 

Forest  Lawn 

Auto  parts  storage 

30,000 

Burning  grass 

Oct. 

18 

Mundare 

Garage 

11,266 

Unknown 

Oct. 

23 

Calgary 

Manufacturing  plant 

185,867 

Unknown 

Nov. 

21 

Medicine  Hat 

Dine  &  dance  hall 

23,812 

Unknown 

Nov. 

22 

Paradise  Valley 

Store 

25,496 

Unknown 

Nov. 

21 

16-29-48-6  W5th 

Oilwell  rig 

25,334 

Sparks  ignited  oil 

Nov. 

6 

Lac  La  Biche 

Garage 

23,230 

Unknown 

Nov. 

6 

Edmonton 

Tea  &  coffee  plant 

20,729 

Burglars  ignited  building 

Nov. 

8 

Fort  McMurray 

Theatre 

13,297 

Overheated  stove 

Dec. 

2 

Lethbridge 

Dwelling 

10,000 

Children  playing  with 

matches 

Dec. 

14 

Y  oungsto  wn 

Grain  annex 

27,127 

Oil  stove 

Dec. 

10 

Warner 

Dwelling 

11,616 

Unknown 

Dec. 

30 

Faust 

School 

21,807 

Unknown 

Dec. 

20 

Edmonton 

Poultry  Produce 

11,520 

Cigarette  butt 

Dec. 

16 

Lethbridge 

Abattoir 

75,000 

Unknown 

Dec. 

5 

Edmonton 

Chemical  plant 

600,000 

Still  exploded 

TOTAL 

$4,721,131 
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TABLE  NO.  9 


INSPECTIONS  AND  ORDERS  ISSUED 


Number  of  cities,  towns  and  villages  visited  and  inspected  _ _ _  581 

Number  of  orders  to  remedy  conditions  (written)  _ _ ... .  180 

Number  of  orders  to  remedy  conditions  (verbal)  _  285 

Number  of  orders  to  remedy  conditions  (written  by  fire  chiefs)  _  11 

Number  of  written  recommendations  _ _ _  1,107 

Number  of  buildings  inspected  _ _ _  1,235 

Character  of  Orders  Issued: 

Recharge  or  provide  fire  extinguishing  equipment  _  _  41 

Improve  housekeeping  conditions  _  8 

Repair  or  install  fire  alarm  system  _  7 

Protect  combustible  material  near  stovepipes  and  heaters  _ _  13 

Provide  exit  doors  and  panic  bolts  _  17 

Repair  faulty  electric  wiring  _ _  1 

Install  lights  or  signs  over  exits  _ _ _  9 

Tear  down  or  repair  dilapidated  buildings  _  9 

Provide  underground  storage  for  petroleum  products  _ _ _  7 

Build  or  repair  brick  chimneys  _  14 

Provide  outside  fire  escapes  _  3 

Relocate  or  correct  hazards  at  bulk  fuel  oil  stations  _  6 

Discontinue  storage  under  stairway  _  2 

Enclose  inside  stairwells  _  4 

Provide  approved  and  correctly  installed  oil  burning  equipment  _  3 

Discontinue  gasoline  for  cleaning  purposes _  2 

Other  Orders  _ 17 

Remove  obstructions  from  exits  _  3 

Hold  fire  drills  at  least  once  per  month  _  3 

Provide  metal  clad  doors  _ _ _  5 

Post  directional  fire  exit  signs  _ r _  5 

Cut  grass  and  weeds  from  nearby  buildings  and  vacant  lots  _  1 


180 


Special  Inspections: 


Schools  _ 73 

Town  Fire  Departments  _  95 

Hospitals  _ 23 

Hotels  _ _ 38 


Institutions  . _  39 

Bulk  Fuel  Oil  Stations  _  30 

Others  _  119 


TOTAL  _ _ _  417 


Special  Activities: 


Meetings 

Films 

Attendance 

Fire  Prevention  _ 

66 

60 

6,530 

Civil  Defence  _ 

69 

59 

4,846 

Fire  Department  Equipment 

39 

11 

586 

Others  _ 

5 

.... 

100 

179 

130 

12,062 

Fire  Drills: 

Schools  _ 

98 

Others 

8 

Hospitals  . . . . . 

20 

Institutions  _ _ _ _ _ 

14 

TOTAL  ..... 

140 

Number  of  fire  departments  inspected 

119 

Fire  department  practices  held 

91 

Written  recommendations 

to  towns 

Demonstration 

of  extinguishers  in 

and  villages  re  fire 

protection 

schools  and  hospitals  _ 

89 

equipment  _ 

126 

Building  Plans 

Checked: 

Schools  _ _ _ 

304 

Bulk  Warehouses  _ 

56 

Hospitals  _ 

43 

Others  _ 

18 

Nurses’  Homes  _ 

25 

Dormitories  _ 

3 

TOTAL  ..... 

449 
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TABLE  NO.  10 
FIRE  INVESTIGATIONS 

Number  of  fires  investigated  (departmental  investigations  only)  _  121 

Number  of  Informations  Laid  reported  to  the  department  (arson)  _  __  7 

Number  of  Convictions  (arson)  _  4 

Number  of  Informations  Laid  reported  to  the  department  (Threats  to  burn)  Nil 

Number  of  Arson  Withdrawals  or  Pending  _  3 

Committed  to  Mental  Institutions  _  3 

Criminal  Negligence  (Informations  Laid)  _  J  4 

Criminal  Negligence  (Convictions)  _  "  1 

Criminal  Negligence  (Withdrawn  or  Pending)  _ 0 

Attempted  Bribery  (Convictions) 

Incendiary  _  g 

Suspected  Incendiary  _  25 

PROSECUTIONS  —  THE  FIRE  PREVENTION  ACT 
Non-compliance  with  the  Fire  Prevention  Order  _  Nil 

Inspectors’  Mileage 

Mileage  by  car  -  _  na  101 

Mileage  by  train  _  ’ijf: 

Mileage  by  plane  _  ’NiJ 

TOTAL -  116,425 


A. 


C. 


TABLE  NO.  11 

STATEMENT  OF  FATALITIES— 1955 


B. 


Ignition  of  gasoline  (accidents  with  lamps, 

motors,  etc.)  _ 

Bodily  contact  with  oil  heater 
Coal  oil  lamps  exploded  or  upset 
Overheated  stoves  or  pipes 

Smoking  materials  _ 

Trapped  by  tractor  in  garbage  fire  . 

Trapped  by  grass  fires  _ 

Children  playing  with  matches 

Using  gasoline  or  kerosene  to  light  stove 

Electrical  appliances  _ 

Gas  stove  explosion  _ 

Clothing  ignited  by  natural  gas  stove 
Unknown  _ 

TOTAL  _ 

Urban  _ _ 

Rural  _  . 


TOTAL  _ _ _ 

D.  Dangerous  Conditions  Leading  to  Loss  of  Life 

Kerosene  or  gasoline  misused  to  light  fires 
Gasoline  handled  in  open  containers  or 

spilled  near  open  flame  _ 

Home  dry  cleaning  with  gasoline  and 

flammable  solvents  _ _ _ 

Careless  parents  leaving  children  at  home 


Direct  Cause  of  Death 

Bodily  burns  from  flames 

Asphyxiation  by  smoke  or  fire  gases 

Men 

13 

8 

Women 

5 

3 

Children 

8 

9 

Total 

26 

20 

TOTAL 

21 

8 

17 

46 

Injuries  Reported 

Causes  of  Fire  That  Resulted  in  Death 

Men 

_  32 

Women 

Children 

Total 

5 

2 

2 

9 

1 

_ 

1 

2 

1 

3 

1 

2 

3 

6 

3 

2 

1 

6 

1 

.... 

1 

2 

— 

2 

— 

_ 

2 

2 

1 

1 

1 

3 

1 

_ 

1 

1 

_ 

1 

1 

_ 

1 

2 

— 

8 

10 

— 

— 

— 

_ 

21 

8 

17 

46 

— 

— 

— 

— 

12 

4 

7 

23 

9 

4 

10 

23 

21 

8 

17 

46 

— 

— 

— 

Men 

Women 

Children 

Total 

2 

1 

2 

5 

2 

1 

1 

4 

1 

1 

— 

_ 

7 

7 
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Continued 


TABLE  NO.  11— 


Careless  smoking  habits — smoking  in  bed  3  2 

Forest  and  rubbish  fires — open  fires  _  3 

Lack  of  clearance  between  stoves  and 
smoke  pipes  and  combustible  materials  1  2 

Mistakes  resulting  in  natural  gas 

explosions  _  1 

Matches  in  hands  of  small  children 

Careless  handling  of  gasoline  or  oil  lamps  2  1 

Wearing  gasoline-soaked  clothing  _  1 

Clothing  exposed  to  open  flame  _  1 

Remaining  in  buliding  to  fight  fire  or 

re-entering  or  rescuing  valuables  _  3 

Electric  heater  too  close  to  bed  _  1 

Unknown  _  1 

TOTAL  _  21  8 


3 

3 

1 


17 


8 

3 

6 

1 

1 

3 

1 

1 

3 

1 

1 

46 


TABLE  NO.  12 


THE  FIRE  LOSS  IN  CITIES,  TOWNS,  VILLAGES  AND  HAMLETS  AND 

INSPECTIONS  REPORTED 


Place 

Acadia  Valley 

Acme  _ _ 

Airdrie  _ 

Alberta  Beach 

Alliance  _ 

Andrew  _ 

Ardmore  _ _ 

Arrowwood 

Ashmont 

Athabasca  _ 

Banff  _ _ 

Barons  _ 

Barrhead  ... . 
Bashaw 

Bassano  . . 

Beauvallon  _ 

Beaverlodge 

Bellevue  _ 

Beilis  _ 

Beverly  _ 

3ig  Valley  _ 

Bittern  Lake  - 
Black  Diamond 

Blairmore  _ 

Blueridge  _ 

Bluesky  _ 

Bonnyville  ... 
Bow  Island 
Bowness  ~~ ..— 

Boyle  . . . 

Breton  ....  _ 

Brooks  — . 

Brownvale 

Bruce 

Brule  _ _ - 

Cadomin  _ 

Calgary  _ 

Calmar  _ 

Campbelltown 
Camrose  . . 


No.  of 
Buildings 
Inspected 


15 

35 


4 


160 


25 


8 


2 

17 

700 


2 

50 

41 

10 

8 

G 

30 

10 


35,000 

2 

35 


No.  of 

Orders 

Issued 


7 


4 


2 

1 

3 
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Fire  Loss 

Populatii 

$  86 

16,208 

800 

1,270 

287 

35 

110 

400 

600 

600 

200 

249 

100 

11,879 

1,218 

9,942 

2,800 

5,708 

380 

6,552 

1.800 

3,238 

612 

17,306 

_ 

100 

8,000 

838 

995 

_ 

41 

700 

5,000 

10 

75 

5,616 

1,200 

1,808 

2,000 

20 

2,850 

125 

600 

1,500 

38 

975 

7,918 

6,000 

350 

4,771 

350 

590 

2,396 

190 

176 

5,345 

4,300 

1,725,193 

178,840 

900 

8,957 

2,666 

5,739 

20 
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Place 

Canmore  . . 

Canyon  Creek  . 

Carbon  _ _ _ 

Carbondale  _ 

Cardston  _ 

Carmangay  _ 

Caroline  _ 

Castor  _ _ _ 

Cayley  _ 

Cereal  _ 

Champion  _ 

Chauvin  _ _ 

Chipman  . . . 

Clairmont  _ 

Clandonald  . . 

Claresholm 

Clive  _ 

Clyde  _ 

Cluny  _ 

Coaldale  _ _ _ _ 

Coalhurst  _ _ _ 

Cochrane  _ 

Coleman  .... 

Colinton  _ _ _ 

Coronation  _ 

Coutts  _ 

Crossfield  _ 

Czar  _ 

Daysland  _ 

Delburne  . . . 

Derwent  _ 

Devon  _ 

Dewberry  _ 

Donnelly  _ 

Drayton  Valley  _ 

Drumheller  _ _ 

East  Coulee  _ 

Eaglesham  . . . 

Eckville  .. . . . 

Edmonton  _ 

Edson  _ 

Egremont  „ . . 

Elk  Point  . . . 

Elnora  _ 

Enchant  . . . — . 

Entwistle  _ _ _ 

Evansburg  . . 

Fair  vie  v  . 

Father  . 

Faust  . . . - . 

Fawcett  . 

Foremost  . . 

Forestburg  _ 

Forest  Lawn  ~ 

Fort  Assiniboine 

Fort  Kent  _ 

Fort  McMurray 
Fort  Saskatchewan 

Frank  . . . . 

Gibbons  . . 

Girouxville  _ _ _ 

Glendon  _ _ 


No.  of  No.  of 

Buildings  Orders 

Inspected  Issued 


30 

11 

10 

52 

12 

8 

73 

8 

62 

5 

30 


1 


4 


350  5 


95 


4 


53  _ 

75  2 


38  2 

220  _ 


4 

150 


32 


13,617  2 

120  1 

69  _ 

400  10 

60  ZZ 

130  25 

31  _ 


8 


20 

23 

128 


Fire  Loss 

Populat; 

4,529 

14,000 

500 

400 

250 

8,184 

2,500 

300 

320 

2,000 

952 

140 

65,000 

160 

200 

380 

1,800 

500 

225 

175 

260 

335 

16,825 

1,296 

2,400 

14,000 

2,363 

2,000 

216  _ 

10,786 

2,000 

21,777 

200 

3,500 

950 

167 

312 

67 

123 

290 

575 

433 

340 

366 

27 

1,560 

250 

83 

525 

16,814 

5,000 

21,376 

2,574 

309 

1,800 

500 

150 

1,200 

419 

677,911 

209,353 

6,114 

2,400 

76 

13,000 

600 

225 

4,605 

24,585 

31,343 

78,336 

1,500 

2,000 

725 

28,220 

250 

99 

450 

219 

33,500 

3,301 

127 

1,437 

300 

25,000 

926 

5,373 

2,300 

19 

240 

135 

10,380 

365 

73 

21 
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No.  of 
Buildings 

Place  Inspected 

Grande  Centre  _ _ _ 

Grande  Prairie  _  78 

Granum  _  20 

Grimshaw  _ _ - _ _ _  _ 

Gunn  _  _ 

Hairy  Hill  . . . . .  . 

Hanna  _ _ _  _ 

Hardisty  _ 50 

Hay  Lakes  _ _ _ _ _ _ _ 

Heinsburg  _ _ _ _ _ _ _  _ 

High  Prairie  ...  ... _ _ 25 

High  River  _  69 

Hillcrest  _ 4 

Hines  Creek  _  20 

Innisfail  _  118 

Innisfree  _  17 

Jasper  _ _ _ _  _ 

Jasper  Place  _  650 

Killam  _  6 

Kinuso  _  _ 

Lacombe  _  3 

Lac  La  Biche  _  150 

Lamont  _ 20 

Leduc  _ _  _ 

Lethbridge  _  1,651 

Leslieville  _  _ 

Lloydminster  _  20 


Lunbreck 
Luscar  - 
Magrath 
Manning 


Mannville  _  20 

Mayerthorpe  _  _ 

McLeod  _  _ 

Medicine  Hat  _  810 

Mercoal  _ _ _ 

Milk  River  _ _ _  _ 

Millet  _ 28 

Minburn  _  _ 

Montgomery  _  _ 

Morinville  _  _ 

Mundare  _  86 

Nacmine  _  _ 

Namao  _  _ 

Nampa  _  5 


Nestow  _  _ 

Newbrook  _  _ 

New  Norway  _  _ 

New  Sarepta  _ 

Nobleford  _ * _ 

Nordegg  _ _ _ _  _ _  _ 

North  Star  _ _ _ _ _ _ _  _ 

Okotoks  _ ... _  3 

Olds  _  _ 

Onoway  _  _ 

Paradise  Valley  _  _ 


Patricia  _ — 

Peace  River  _ 21 

Picture  Butte  _  39 

Pincher  Creek  _ 4 

Ponoka  _  42 

Provost  _  25 


No.  of 

Orders 

Issued 

Fire  Loss 

Population 

2,642 

11 

31,200 

5,200 

1,000 

350 

71,200 

750 

2,500 

450 

205 

813 

650 

6,001 

76 

14 

35,300 

1,800 

7 

2,575 

2,044 

38 

700 

616 

375 

17 

1,215 

1,700 

3 

75 

342 

8,166 

12 

22,020 

14.500 

3,229 

559 

6,767 

400 

22,378 

2,954 

3 

40,000 

1,200 

650 

511 

38 

70,191 

29,000 

4,000 

4 

340 

4,900 

341 

749 

326 

1,360 

9,219 

610 

620 

77 

110 

4 

52,121 

21,000 

124,175 

577 

114 

1,824 

500 

22,933 

7,826 

1,639 

11,266 

850 

214 

2,491 

2,054 

150 

800 

304 

. 

4,748 

193 

279-.- 

1,526 

•  _ 

11 

300 

3 

8,995 

750 

27,708 

22,875 

250 

41,304 

4,000 

11,712 

2,500 

6,000 

1,000 

378 

1,650 

7,109 

3,611 

35 

1,000 

22 
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Place 

Radway  _ 

Rainier  _ 

Raymond  _ 

Red  Deer _ 

Redcliff  _ 

Redwater  _ _ _ 

Rimbey  _ 

Rockyford 
Rocky  Mtn.  House 

Rosedale  _ _ 

Rycroft  _ 

Ryley  - - - 

Sangudo 

Schuler  _ 

Seba  Beach  _ 

Sedgewick  _ 

Sexsmith  _ 

Shaughnessy  _ 

Slave  Lake  - 

Smoky  Lake  _ 

Spirit  River 
Spruce  Grove 

St.  Albert  _ 

St.  Paul  .... 
Standard  ... 

Stavely  _ 

Stettler  _ _ 

Stony  Plain 
Strathmore 

Suffield  _ 

Sylvan  Lake  _ 

Taber  _ _ _ 

Tawatinaw  _ 

Thorhild  _ 

Thorsby  _ 

Three  Hills  _ 

Tilley  _ 

Tofield  _ _ 

Two  Hills  _ 

Valley  view  _ 

Vauxhall  _ 

Vegreville  _ 

Vermilion  _ 

Viking  _ 

Vilna  _ _ 

Violet  Grove  _ 

Vulcan  _ 

Wainwright  _ 

Wanham  _ 

Warburg  _ 

Warner  _ 

Warspite  _ 

Water  ton  Park  _ 

Watino  _ 

Westlock  ...... _ 

Wetaskiwin  _ 

Whitecourt  _ 

Whitelaw  . . 

Whitford  _ 

Wildwood  _ 

Willingdon  _ 


No.  of 

No.  of 

Buildings 

Orders 

Inspected 

Issued 

Fire  Loss 

8 

18,622 

3,812 

363 

101 

231,158 

11 

745 

20 

1 

5,000 

— 

174 

2,876 

12,582 

17,888 

_ _ 

211 

29 

11 

3 

25,000 

18,500 

3 

18,600 

147 

100 

3,056 

29 

247 

51 

3 

193 

20 

31,469 

30 

8,881 

330 

914 

11 

5 

157 

67 

32 

4,142 

486 

4 

10,341 

170 

14 

1 

630 

247 

98 

13,179 

5,161 

24 

9,600 

4 

800 

22 

2,860 

10 

1 

73,546 

78,069 

18,568 

20 

4 

10,000 

122 

5 

20,889 

90 

783 

27 

14 

182 

9 

1,946 

3,604 

9 

6 

35,795 

10  _ 

150 

11,801 

7 

5,470 

107 

150 

8 

15,600 

2 

1,173 

1,194 

8,752 

6,951 

18 

4 

3,671 

20 

Population 

200 


2,500 

11,688 

2,400 

1,100 


487 

320 


100 

590 

600 


510 

841 

1,400 

2,000 

237 


3,320 


800 


1.300 

4.300 


350 

500 

1,200 

250 

735 

780 

675 

2,700 

2,450 

870 

427 


2,800 

210 

440 

186 


1,250 

4,500 


465 

450 


23 
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Place 

No.  Of 
Buildings 
Inspected 

No.  of 
Orders 
Issued 

Fire  Loss 

Population 

Woking 

Wrentham  _ 

Youngstown 

121 

31,127 

150 

TOTAL 

57,894 

623 

$4,493,490 

24 


! 


